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This is the Place Heritage Park 
2601 East Sunnyside Ave. 

Salt Lake City, UT 84108 

CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) 
(AW A), as described below. 


Date of Violation: June 8, 2013 

9 C.F.R. § 3.125(a) Facilities, general, (a) Structural strength. The facility must 
be constructed of such material and of such strength as appropriate for the animals 
involved. The indoor and outdoor housing facilities shall be structurally sound 
and shall be maintained in good repair to protect the animals from injury and to 
contain the animals. 

You failed to construct a housing facility of such material and of such 
strength as appropriate for a female goat whose left hind leg became 
caught in the enclosure fence. The goat was observed previously 
jumping in and out of the pen containing a pot-bellied pig before she 
got her foot caught in the fence. The goat suffered from a compound 
fracture and was euthanized as a result. 

Date of Violation: June 27, 2013 

9 C.F.R. § 2.40(a)(1) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors), (a) Each dealer or exhibitor shall have an attending 
veterinarian who shall provide adequate veterinary care to its animals in 
compliance with this section. (1) Each dealer and exhibitor shall employ an 
attending veterinarian under formal arrangements. In the case of a part-time 
attending veterinarian or consultant arrangements, the formal arrangements shall 
include a written program of veterinary care and regularly scheduled visits to the 
premises of the dealer or exhibitor. 

The Written Program of Veterinary Care was incomplete and the 
euthanasia information was not properly completed. Additionally, you 
failed to include the frequency at which hoof stock is to be vaccinated 
in the written program. 

Date of Violation: June 27, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors), (b) Each dealer or exhibitor shall establish and maintain 
programs of adequate veterinary care that include (2) The use of appropriate 
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methods to prevent, control, diagnose, and treat diseases and injuries. 

You failed to conduct the yearly fecal examination, as described in your 
Written Program of Veterinary Care. 

Date of Violation: June 27, 2013 

9 C.F.R. § 2.75(b)(1) Records: dealers and exhibitors, (b)(1) Every dealer other 
than operators of auction sales and brokers to whom animals are consigned, and 
exhibitor shall make, keep, and maintain records or forms which fully and 
accurately disclose the following information. . . 

You failed to maintain the required records, and specifically, failed to 
maintain acquisition information for the female lamb Zeus. 

Date of Violation: July 30, 2013 

9 C.F.R. § 2.40(a)(1) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors), (a) Each dealer or exhibitor shall have an attending 
veterinarian who shall provide adequate veterinary care to its animals in 
compliance with this section. (1) Each dealer and exhibitor shall employ an 
attending veterinarian under formal arrangements. In the case of a part-time 
attending veterinarian or consultant arrangements, the formal arrangements shall 
include a written program of veterinary care and regularly scheduled visits to the 
premises of the dealer or exhibitor. 

You failed to have a thorough and complete Written Program of 
Veterinary Care. 

Date of Violation: July 30, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors), (b) Each dealer or exhibitor shall establish and maintain 
programs of adequate veterinary care that include (2) The use of appropriate 
methods to prevent, control, diagnose, and treat diseases and injuries. 

You failed to provide adequate veterinary care for a female Scottish 
Highlander with an extensive crack in her left front foot, which 
extended close to the hoof hairline. 

Date of Violation: July 30, 2013 

9 C.F.R. § 3.125(a) Facilities, general, (a) Structural strength. The facility must 
be constructed of such material and of such strength as appropriate for the animals 
involved. The indoor and outdoor housing facilities shall be structurally sound 
and shall be maintained in good repair to protect the animals from injury and to 
contain the animals. 

You failed to maintain the following structures in good repair: 

1) A shelter containing four sheep and one goat with deep holes in the 
ground, exposed sharp nails protruding into the enclosure and outside 
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of the enclosure that could injure the animals, unprotected electrical 
cords, and a gap between the corner of the shed and the petting zoo 
yard; 

2) The pen fencing containing a young female goat with loose and 
curling wire that created numerous sharp ends that protruded into the 
pen; 

3) An enclosure in the petting zoo yard with the top portion of the last 
section of wire fencing not secured and hanging free, an exposed 
hanging electrical cord, and a bolt protruding into the pen near the 
ground level, and 

4) A loose wire near a post and sharp wire ends in the pen containing an 
ox. 

Date of Violation: July 30, 2013 

9 C.F.R. § 3.129(b) Feeding. Food, and food receptacles, if used, shall be 
sufficient in quantity and located so as to be accessible to all animals in the 
enclosure and shall be placed so as to minimize contamination. Food receptacles 
shall be kept clean and sanitary at all times. 

You failed to place food receptacles so as to minimize contamination 
and to keep them clean and sanitary. APHIS observed a food 
receptacle containing fecal material in the pen containing four adult 
sheep and an adult male goat. 

Date of Violation: July 30, 2013 

9 C.F.R. § 3.130 Watering. If potable water is not accessible to the animals at all 
times, it must be provided as often as necessary for the health and comfort of the 
animal. Frequency of watering shall consider age, species, condition, size, and 
type of the animal. All water receptacles shall be kept clean and sanitary. 

Several water receptacles were not kept clean and sanitary 

Date of Violation: July 30, 2013 

9 C.F.R. § 3.131(d) Sanitation, (d) Pest control. A safe and effective program 
for the control of insects, ectoparasites, and avian and mammalian pests shall be 
established and maintained. 

You failed to maintain an effective program of pest control. APHIS 
observed pigeons and flies, including numerous flies on a Scottish 
Highlander calf. 

Date of Violation: July 30, 2013 

9 C.F.R. § 3.132 Employees. A sufficient number of adequately trained 
employees shall be utilized to maintain the professionally acceptable level of 
husbandry practices set forth in this subpart. 

You failed to have a sufficient number of adequately trained employees 
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to maintain the professionally acceptable level of husbandry practices. 

Date of Violation: July 30, 2013 

9 C.F.R. § 3.133 Separation. Animals housed in the same primary enclosure 
must be compatible. Animals shall not be housed near animals that interfere with 
their health or cause them discomfort. 

You housed an intact male goat with four adult sheep, which he 
bellowed at and chased. 

The penalty for the alleged violation(s) described above is $3,750. 
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